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LOUISVILLE EFFECTIVE DATE! 05/26/92 

VIRGINIA SLIMS LIGHTS 100 MENTHOL FTB jk 6*S STANDARD PRODUCTION 

BRAND COOE-O650 (STD) /& 0553 6. 


MACHINE TYPE : 

KDF-2 



f 

F ILTER ROD LENGTH ! 

136.0 

MM 



FILTER CIRCUMFERENCE 

22,70 

KM 

(LASER) 


NUMBER UP : 

4 




PLUG LENGTH 

SI.5 

m 



ROD R.T.D. ! 

19.60 

IN. H20 

(TOTAL EHCAP) j 

PLUC R.T.D. ! 

4.90 

IN. H20 



PLASTICIZER ! 

HL-57 



05-59S-A 

APPLICATION PERCENT ! 

7.90 

% OF DRY WEIGHT 



APPL 1 CAT ION HEIGHT : 

5.53 

GRAMS/100 RODS 

1.38 

GRAMS/25 RODS 

FILTER TOW ! 

3.3/33000 #10 (EASTMAN) 


05-569-A 

■ ! 

3.3/33000 #10 (CELAKESE) 


05-5CS-B 

f. 

DENIER PER FILAMENT ! 

3*3 



t- 

TOTAL DENIER ! 

33,000 




CROSS SECTION ; 

j ¥ 10 




PLUG WRAP ! 

24.5HM X 472&M KC 4S-H1 


06-090-A 

ANCHOR ADHESIVE ! 

AJAX B300-N 


PVA 

61-017-A 

GLUE APP. FOR AfiCH. AOH: 

SINGLE GLUE 

LINE 



LAP ADHESIVE : 

FILLER HL-8729 (FORMERLY KH-8229) HK 

61-211-A 

DRY HEIGHT ! 

69.98 

GRAMS/100 RODS 

17.50 

CRAMS/25 RCOS 

ORY WEIGHT W/ GLUE : 

70.26 

CRAMS/100 RODS 

17.57 

GI?A.*S3/25 RCOS 

WET WEIGHT W/ GLUE ! 

75.79 

GRAMS/ICO RODS 

18.95 

GRAMS/25 RODS 


REASON FOR CHANGE 

! PLASTICIZER APPLICATION Z CHANGED FROM 7.84* TO 

1 7.90^ OF DRY WEIGHT. APPLICABLE TARGET WEIGHTS 

i increased accordingly, m to mix finished 

1 FILTERS, 
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